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In  Hemoiiam 

Dr.  H\  man  R.  Kamens,  '47 
1922-2000 

Dr.  Hyniai!  Kcinwin.  who  served  the  College  for  over  50  yarrs  and  who  still  ccime  to  work 

at  6:30  am  eveiy  morning,  passed  away  suddenly  at  home  on  March  2.  2000.  Dk  Ki/mens  will  he 

fondly  remembered  by  generations  ofNEWENCO  graduates  as  a  mentor  counselor  and  friend. 

He  attended  the  SECO  meeting  only  one  week  before  his  passing  where,  as  usual,  he  enjoyed 

meeting  with  alumni  and  friends  —  each  of  whom  he  could  greet  by  name. 

He  will  be  deeply  missed. 


A.L.  Lewis 
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Presidents'  Letters 


his  is  my  first  communication  with  my  fellow  alumni  as  President  of  The  New  England 
College  of  Optometry.  I  am  truly  excited  about  returnmg  after  35  years  to  my  alma  mater  to  lead  it 
into  the  21st  century.  Just  as  optometry  has  changed  dramatically  during  that  period,  so  has  the 
College  undergone  a  complete  metamorphosis  from  a  small,  provincial,  and  financially  desperate  insti- 
tution to  a  physically  magnificent,  internationally  renowned,  financially  secure  academic  health  center.  A 
painting  of  the  old  Horace  Mann  Building  at  278  Newbury  Street  which  housed  the  Massachusetts  College  of  Optometry 
hangs  in  my  office  and  reminds  me  how  far  we  have  come  in  this  relatively  short  period  of  time.  But  some  things  remain 
unchanged:  the  faculty  are  still  dedicated  to  the  success  of  the  students,  parking  is  in  short  supply,  Boston  drivers  are  as 
awflil  as  ever,  and  —  most  happily  —  Dr.  Hy  Kamens  '47,  still  comes  to  work  every  day  (and  is  usually  in  his  office  by  6:30 
in  the  morning). 

The  new  century  brings  with  it  many  challenges  for  optometry  and  for  its  educational  institutions.  To  help  meet  those 
challenges,  I  have  a  number  of  goals  for  the  next  few  years: 

•  Double  the  patient  base  of  the  New  England  Eye  Institute  to  provide  a  more  robust  clinical  experience  for  our  interns. 

•  Ensure  that  students  leave  the  College  with  a  genuine  feeling  that  they  have  been  treated  well  and  have  received  great 
value  for  their  tuition  dollar. 

•  Increase  the  role  of  the  College  in  the  daily  lives  of  optometrists  in  the  six  New  England  states  by  serving  as  a  scientific, 
clinical,  and  practice  management  resource  and  partner. 

•  Expand  the  international  programs  of  the  College.  Whether  or  not  there  are  sufficient  numbers  of  optometrists  in  the 
United  States,  there  is  an  immense  unmet  need  for  professional  eye  and  vision  care  in  most  other  parts  of  the  world.  The 
New  England  College  of  Optometry  already  leads  the  nation  in  these  efforts. 

•  Provide  New  England  optometry  with  a  flagship  institution  that  will  provide  visibility,  pride,  and  prestige  to  our  profession. 

The  New  England  College  of  Optometry  has  served  the  profession  with  distinction  for  over  100  years.  It  is  truly  a 
privilege  to  lead  it  at  the  beginning  of  the  second  century. 
Sincerely, 


Oi-L:^  ^'- 


Alan  L.  Lewis,  O.D.,  Ph.D. 
President 
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Presidents'  Letters 


^■-^  he  dawn  of  the  21st  century  has  come  and  gone  without  any  of  the  cataclysmic  events  predicted 
by  many.  We  at  the  College  start  oft  Y2K  with  an  energetic  new  President,  Dr.  Alan  Lewis  '65.  He 
brings  much  to  the  plate  to  give  us  hope.  He  is  our  first  alumnus  President,  a  practicing  optometrist, 
and  a  Ph.D.  in  Physiologic  Optics.  He  lias  his  toot  in  both  patient  care  and  research,  not  to  mention  20 
plus  years  in  education. 

We  welcome  him  with  hope  and  anticipation.  He  is  reaching  out  to  alumni,  pledging  to  forge  stronger  relationships  with 
state  societies  and  all  practicing  optometrists.  While  he  is  keenly  aware  that  the  College's  first  responsibility  is  to  the  students, 
close  behind  in  his  agenda  is  to  make  the  College  a  home  biise  and  resource  for  all  of  us. 

Dr.  Lewis  has  mentioned  repeatedly  how  disturbing  he  finds  the  fact  that  optometrists  in  New  England  are  the  lowest 
paid.  He  is  looking  for  reasons  and  more  importantly  answers. 

He  plans  to  build  the  New  England  Eye  Institute  into  a  flagship  for  the  profession,  a  place  we  can  look  to  with  pride  and 
refer  our  patients  who  need  tests  or  specialized  care  that  we  cannot  provide  in  our  offices.  He  speaks  of  restructuring  the  clinic 
to  accomplish  this.  We  hope  it  can  be  done. 

He  enters  the  scene  at  a  time  when  all  is  in  flux.  We  are  perhaps  witnessing  the  end  of  health  care  funding,  iis  we  know  it, 
with  the  demise  of  Harvard  Pilgrim.  That  stor}-  is  still  unfolding  as  1  write  this,  but  undoubtedly  the  behemoth  of  insurers  will 
come  out  of  this  transfigured. 

While  some  take  .satisfaction  from  the  woes  of  Harvard  Pilgrim,  viewing  them  ;is  the  bad  guy,  1  think  it  is  sad  on  two  lev- 
els. Harvard  Community  began  with  great  ideals.  Ideals  about  bringing  down  the  cost  of  health  care  by  employing  doctors  and 
removing  the  incentive  for  profit  through  testing,  and  centralizing  a  patient's  care  to  provide  for  treatment  of  the  whole  patient 
rather  than  his  or  her  single  organs  in  isolation.  There  is  great  merit  to  having  the  patient's  whole  medical  record  available 
when  you  are  caring  for  them. 

Greater  minds  than  mine  will  analyze  what  went  wrong,  but  it  is  sad  on  a  level  clo.ser  to  home;  Harvard  'Vangard  is  the 
largest  employer  of  optometrists  in  the  Boston  area  other  than  the  College.  Lots  of  uncertainty  for  lots  of  people.  Perhaps  out  of 
this  turmoil  good  will  come.  I  think  of  the  Chinese  symbol  for  change,  a  combination  of  danger  and  opportunity. 

So,  Dr.  Lewis,  we  welcome  you  with  warmth  and  offer  our  support.  We  look  forward  to  working  with  you  to  make  both 
our  futures  and  those  of  our  future  colleagues  rewarding  as  the  rightful  purveyors  of  full  scope,  reimbursable  eyecare. 

Sincerely, 


)xIt^-^*-r^• 


Lynn  Wittman  '76 
President,  Alumni  Association 
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Dr.  Heath  Named  Vice  President  of 
Academic  Affairs 

David  A.  Heath,  '83.  O.D.,  M.Ed.,  has 
been  named  Vice  President  of 
Academic  Affairs  for  The  New 
England  College  of  Optometry. 
Dr.  Heath  will  also  continue  in 
the  role  of  Academic  Dean,  the 
position  he  has  held  since  1994.  Dr. 
Heath  also  holds  faculty  rank  of  pro- 
Dr.  David  A.  Heath       fessor.  The  new  title  is  in  recognition 
of  increased  responsibilities  as  a  result  of  an  administrative 
reorganization  of  the  College.  Dr.  Heath  will  oversee  all  edu- 
cational programs,  research,  the  library,  and  international 
programs. 

Dr.  Heath  is  a  graduate  of  Ithaca  College  and  earned  his 
Doctor  of  Optometry  (O.D.)  degree  at  The  New  England 
College  of  Optometry  in  1983.  He  also  has  a  Master  of 
Education  (M.Ed.)  degree  from  Harvard  University.  He  has 
served  on  the  faculty  of  the  College  since  1 984  and  has  held 
administrative  positions  as  Director  of  Student  Support 
Services,  Director  of  International  Programs,  and  Associate 
Dean  of  Academic  Affairs. 

Dr.  Heath  is  known  nationally  for  his  work  on  curricu- 
lum and  outcome  measures  for  the  Association  of  Schools 
and  Colleges  of  Optometry,  as  a  consultant  to  the  National 
Board  of  Examiners  in  Optometry  and  the  Council  on 
Optometric  Education,  and  as  a  past  chair  of  the  Section  on 
Optometric  Education  of  the  American  Academy  of 
Optometry.  He  has  also  served  as  editor  of  the  Journal  of 
Optometric  Education.   Internationally,  he  serves  on  the 
Advisory  Board  of  the  National  Center  of  Optometry, 
People's  Republic  of  China. 

Dr.  Heath  is  a  member  of  the  Massachusetts  Society  of 
Optometrists,  the  American  Optometric  Association,  and 
the  American  Public  Health  Association.  He  is  a  Fellow  of 
the  American  Academy  of  Optometry.  A  lecturer  and  prolif- 
ic author  of  over  40  books,  chapters,  and  papers.  Dr.  Heath 
is  recognized  as  one  of  the  preeminent  optometric  educators 
in  America.  He  begins  his  new  duties  immediately. 


College  will  Co-Host  international 
Conference  on  Myopia 

This  summer  150  scientists,  optometrists,  and  ophthalmolo- 
gists from  around  the  world  are  coming  to  Boston  to  attend 
the  largest  conference  devoted 
exclusively  to  new  develop- 


VIII  International 
Conference  on 
Myopia 


ments  in  myopia  research. 
The  New  England  College  of 
Optometry  and  the  Schepens 
Eye  Research  Institute  are  co- 
hosting  the  VIII  International 
Conference  on  Myopia,  which 
will  be  held  July  7-9,  2000, 

at  the  Fairmont  Copley  Plaza  Hotel.  This  conference  is  held 
every  two  years  and  is  convening  in  the  U.S.  for  the  first 
time  in  more  than  a  decade. 

Dr.  Frank  Thorn  79,  chairman  of  the  conference,  says, 
"When  it  comes  to  myopia,  everything  has  changed  from 
what  we  were  taught  10  or  20  years  ago  in  optometry 
school.  The  speakers  gathered  at  this  conference  are  those 
who  have  made  the  changes  in  our  knowledge  that  will  lead 
to  effective  therapies  for  the  prevention  of  myopia  in  the 
ftiture.  These  therapies  will  change  the  practice  of  optometry." 

The  conference  is  open  to  everyone  with  C.O.P.E. 
accreditation  pending  and  expected.  In  addition  to  the  scien- 
tific sessions,  the  College  will  host  a  reception  for  conference 
attendees  on  the  evening  of  July  7. 

For  more  information,  call  617-236-6232,  fax  us  at 
617-369-0174,  e-mail  us  at  myopia2K@ne-optometry.edu, 
or  visit  our  website  at  www.myopia2000.org. 

Dr.  Allukian  Appointed  to  the  Board  of 
Trustees 

The  New  England  College  of  Optometry  has  appointed  Dr. 
Myron  Allukian  as  a  Trustee  to  serve  a  three-year  term.  Dr. 
Allukian,  an  internationally  recognized  public  health  expert, 
IS  the  Director  of  Community  Dental  Programs  for  the 
Boston  Public  Health  Commission.  He  also  serves  as  dental 
clinical  director  of  the  New  England  AIDS  Education  and 
Training  Center  and  is  a  member  of  the  Northeast  Regional 
Board  of  Dental  Examiners. 
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He  IS  past  president  ot  the  American  Public  Health 
Association,  American  Association  of  Public  Health 
Dentistry,  American  Board  ot  Public  Dental  Health, 
Harvard  School  of  Public  Health  Alumni  Association, 
Massachusetts  Health  Council,  Massachusetts  Public  Health 
Association,  and  the  Massachtisetts  Public  Health  Museum. 
Dr.  Allukian  is  also  a  past  member  ot  the  National  Board  of 
Examiners  in  Optometry. 

Dr.  Allukian  h;is  a  B.S.  from  Tufts  University,  a  D.D.S. 
from  the  University  of  Pennsylvania,  and  an  M.P.H.  trom 
Harvard  University. 

New  Library  Director 

Lucinda  "Cindy"  Hutchison  has  accepted  the  position  of 
Director  ot  Library  Services,  replacing  Brenda  Collins.  Cindy, 
who  has  been  Acting  Director  since  December  1999  came  to 
the  College  in  January  1998,  as  Systems  Librarian.  From 
1996  through  199s  she  was  a  Database  Design  Manager  and 
from  1993  through  1996  she  was  Database  Designer  with 
SilverPlatter  Information  Services  in  Norwood, 
Massachusetts.  Her  experience  in  academic  institutions 
includes  Framingham  State  College  and  the  University  of 
Illinois  in  Chicago.  Cindy  received  her  Masters  in  Librarj- 
Science  in  1975  from  the  University  of  Illinois. 

Brenda  Collins.  Director  of  Library  Services,  recently 
left  the  College  for  a  librarian  position  at  Cape  Cod 
Community  College.  Brenda  guided  the  transition  of  the 
library  into  its  new  state-of-the-art  accommodations.  We 
wish  her  well  in  her  new  position  on  the  Cape. 

New  Director  of  Human  Resources 

The  College  welcomes  Patricia  "Trish"  D.  Dahill  as  the 
new  Director  of  Human  Resources.  Patricia  comes  to  the 
College  with  nearly  20  years  of  experience  in  human 
resource  management,  including  15  years  at  Harvard's 
Biology  Department.  Ms.  Dahill  earned  her  M.S.M.  in 
Human  Resource  Management  from  Lesley  College. 

Patricia  replaces  Ellen  Snowdon  who  staffed  the 
human  resource  department  for  the  past  decade.  Ellen  took 
a  position  with  the  Whitehead  Institute  at  MIT.  Good  luck 
to  both! 


Clausen  Scholarship  Update 

With  the  start  ot  the  new  academic  calendar,  Dr.  Larry 
Clausen  returned  to  his  alma  mater.  Pacific  Universiry,  as 
vice  president  ot  academic  programs.  Although  spotted  in 
the  College  booth  at  the  alumni  reception  during  the 
Academy,  he  is  busy  at  his  tasks  at  Pacific. 

Following-up  on  Dr.  Clausen's  farewell  party  kist  July, 
the  College  will  continue  to  build  the  Dr.  Larry  R.  and 
Deirdre  J.  Clausen  Scholarship  Fund.  The  Clausen's  desig- 
nated the  scholarship  to  support  outstanding  international 
students  attending  the  College.  To  date,  the  fund  has  raised 
nearly  $10,000  but  needs  an  additional  $15,000  to  meet  the 
endowment  minimum. 

It  you  are  interested  in  supporting  the  Clausen  Scholar- 
ship, please  remove  the  envelope  inserted  for  more  details. 


Dr.  Alan  Lewis  and  Dr.  Larry  Clausen. 


Graduates  of  the  Advanced  Standing  International 
Program  in  Italy  sent  an  antique  picture  of  the  Arena  of 
Verona  to  Dr.  Clausen,  which  was  presented  at  his 
farewell  party  in  July. 


Parspectiue 


lllintGr2000 


Faculty  Heius 


Gary  Chu  '95  and  Susan  Monahan  '98. 

Gary  Chu,  O.D.,  '95,  Assistant  Professor  of 
Optometry,  was  presented  with  the  Dupuis-Peilerin 
Award  at  the  Faculty  Retreat  held  in  New  Hampshire 
in  September.  The  faculty  gives  the  Dupuis-Pellerin 
Award  to  a  member  of  the  faculty  who  has  significant- 
ly contributed  to  the  College  and/or  the  profession  of 
optometry. 

Dr.  Chu  is  the  Coordinator  of  Home  Eye  Service, 
Glaucoma  Clinic  and  Telemedicine  at  the  College.  He 
is  acclaimed  for  his  continuing  development  of  the 
Home  Eye  Service,  which  along  with  providing  an 
extraordinary  learning  experience  for  students,  has 
been  recognized  by  city  administrators,  including  the 
Mayor.  Dr.  Chu  is  also  a  Director  of  the  Alumni 
Association  Advisory  Board. 


Dr.  White  Receives  "Founder's  Award" 

The  American  Academy  of  Optometry  awarded  the 
"Founder's  Award"  of  the  Cornea  and  Contact  Lens  Section  to 
Dr.  Paul  'White  '61.  The  award  was  presented  duting  the 
annual  meeting  in  Seattle.  Dr.  'White's  selection  is  testimony 
to  his  life-long  leadership  and  dedication  to  the  advancement 
of  the  profession  and  contact  lens  care. 


Dr.  Carlson  Invited  to  Prentice  Society 

Dr.  Nancy  Carlson  '77,  has  become  a  member  of  the  presti- 
gious Prentice  Society,  the  leadership  organization  of  opto- 
metric  educators.  The  Society,  named  after  Charles  Prentice 
who  was  often  referred  to  as  the  "father  of  optometry,"  brings 
together  individuals  who  have  made  noteworthy  contribu- 
tions to  optometric  education.  The  society  seeks  to  establish 
standards  of  excellence  in  clinical  and  didactic  education. 

College  Faculty  and  Students  Present 
Research  at  American  Academy  of 
Optometry 

An  outstanding  number  of  College  faculty,  students,  and 
affiliates  ptesented  at  the  American  Academy  of  Optometry's 
annual  meeting  in  Seattle,  December  9-13,  1999.  The  topics 
were  varied,  as  is  evidenced  by  the  following  list: 

•  Peter  Bergenske,  Barbara  Caffery  '77,  Linda  Casser,  Joan 
Exford,  Merton  Flom,  Thomas  Freddo  '76,  Alden 
Haffner,  David  Hansen,  Penelope  Kegel-Flom,  David 
Kirschen,  Richard  Weisbarth,  Karla  Zadnik. 
Fundamentals  of  Leadership. 

•  Louis  Frank  '76,  Chair. 

Anterior  Segment  Low  Vision  Symposium. 

•  Roger  Wilson  '80,  Chair. 
International  Optometric  Education. 

•  David  Heath  '83. 

Creating  Strategic  Alliances  in  International  Optometric 
Education. 

•  Thomas  Freddo  '76. 
What's  New  With  the  Angle? 

•  Bruce  Moore  '75. 

Hey  Baby.  You  Can  Do  It:  Why  Primary  Care  Optometry 
Needs  to  Routinely  Care  for  Infants. 

•  Bina  Patel. 

Assessing  Credentials  of  International  Optometrists. 

•  Thomas  Freddo  '76,  Chair,  Research  Committee. 
Genetics  in  Clinical  Research  Symposium. 
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Jerry  Cavallerano  '81,  Anthony  Cavallerano  '72, 
Richard  Calderon  '75,  Barry  Fisch  '71,  Jon  Sakuda. 
Thejoslin  Vision  Network:  Innovative  Telemedicine  Care  for 
Diagnosing  and  /Managing  Diabetic  Retinopathy. 

James  P.  Comerford  '78,  Aurora  Denial  '84,  Maureen 
Hanley  '81. 

An  Acijiiired  Culm-  Vis  Km  Deject  Induced  in  a  Protanopic 
Student  by  Exposure  to  an  Ophtbabnic  Light  Source. 

K.L.  Krenzer  'yo.  D.  Bazzinotti  Tolls  '9(1. 
Bilateral  Disc  Edema  Associated  with  Amiodarone:  A  Case 
Report. 

David  A.  Lampariello  '88. 

Erythema  Multiforme  Secondary  to  an  Antiviral  Agent:  A 

Clinical  Case  Report. 

Amy  C.  Nau  OD  IV,  Ronald  K.  'Watanabe. 

Use  oj  Large  Diameter  RGP  Lens  in  a  Patient  with  Terrien's 
Marginal  Degeneration. 

Eli  Peli  '83. 

Augmented  Vision  for  Patients  with  Tunnel  Vision. 

Eli  Peli  So. 

Tri -Field  Lens  Correction  for  Binocular  Tunnel-Vision  Patients 

Greg  Stockbridge  OD  IV,  Roger  Wilson  '80. 
A  Complicated  Case  of  Elastotic  Degeneration. 

Jenny  Su. 

The  Role  of  Epithelial  Debridement  in  the  Treatment  of  Herpes 
Simplex  Keratitis. 

Ronald  K.  'Watanabe. 

Specialty  Lens  Designs  for  Penetrating  Keratoplasty:  Three  Cases 

K.L.  Krenzer  '90,  B.  Moore  '75. 

The  Clinical  Research  J  i/mpstart  Program  at  NEWENCO. 

Richard  C.  Laudon  '""5,  Gan  Chu  '95. 

A  Model  Course  fir  Teaching  Financial  Planning:  A  Critical 

Component  of  Any  Practice  Management  Ciirricidi/m. 

Stacy  Ayn  Lyons  '88,  Nancy  B.  Carlson  '77,  Bruce  D. 

Moore  '75,  Amelia  G.  Bartolone,  Lisa  A.  Jones,  Jeffrey  J. 

■Walline,  J.  Daniel  Twelker,  Donald  Mucti,  Valerie 

Kattouf,  Monica  Harris. 

The  Hyperopic  Infants  Study:  A  Siirve)'  of  Clinical  Prescribing 

Qualities. 


•  Bruce  Moore  '75,  Melissa  Suckow  OD  II,  Daniel 
Kurtz  '82,  Melissa  Rice. 

The  Prevalence  of  Myopia  in  Nicaragua  and  Suburban  Boston. 

•  Paillette  P.  Schmidt,  Lynn  Cyert  '80,  Bruce  Moore  '75, 
Elise  Ciner,  Velma  Dobson,  Maureen  Mat;uire,  Deborah 
Orel-Bixler,  Janet  Schultz. 

Screening  the  Vision  of  Head  Start  Preschoolers. 

•  Amy  Schurmann  OD  11,  Rebecca  Kennedy  OD  II, 
Christine  Wildsoet. 

Continuous  Light  Rearing  ('Night  Lights')  Impairs 
Emmetropization  in  Young  Chicks. 

•  Dorothy  Bazzinotti  Tolls  '90,  Roger  Wilson  '80. 
Developing  Mutual  Goals  in  Clinical  Education  Assessment. 

•  Donna  M.  V;ilentini,  Nancy  Carlson  '77. 

A  Retrospective  Analysis  of  the  Success  of  the  Clinical  Scholars 
Program  at  The  New  England  College  of  Optometiy. 

•  Richard  J.  Jamara  '80,  Aurora  Denial  84,  Donna 
Valentini,  John  Buoncristiani. 

Intra-Examiner  Variability  vs.  Cup  to  Disc  Size. 

•  Catherine  S.  Kim  OD  III,  Kenneth  Grice,  Jane 
Gwiazda. 

Development  oj  the  Near  Pupillaiy  Response  in  Myopic 
Children. 

•  K.  Krithivas  OD  II,  D.  Nickla,  D.  Troilo,  J.  Mertz. 

Retinoic  Acid  Induces  Corneal  Flattening  in  Chicks. 

•  Am>-  Nau  OD  IV,  Christine  Wildsoet. 

Upper  Tear  Meniscus  Height  as  an  Alternative  Index  oj  Tear 
Volume,  Assessed  Using  Lissamine  Green. 
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IN       SIGHT 


ith  the  dawn  of  the  new  millennium,  the  2000  In  Sight  Campaign  comes  to  a  close. 
The  culmination  of  this  centennial  campaign  marks  the  conclusion  of  the  most  ambi- 
tious development  effort  in  the  history  of  the  College. 

The  2000  In  Sight  Campaign  provided  significant  funding  for  the  College  in  three  crit- 
ical areas.  Gifts  from  the  Campaign  worked  to  underwrite  capital  improvements,  program  development,  and  helped  grow 
the  endowment  to  $11  million  dollars. 

As  with  any  successful  campaign,  extraordinary  volunteer  leadership  is  fundamental  to  exceptional  achievement. 
The  College  gratefully  acknowledges  the  outstanding  contributions  of  Dr.  G.  Buret  Holmes  '52,  as  the  Chairman  of  "2000 
///  Sight."  A  respected  alumnus  and  one  of  optometry's  most  important  and  influential  figures.  Dr.  Holmes'  leadership  was 
invaluable  during  the  course  of  this  historic  Campaign. 

Regional  Chairpersons  also  played  a  pivotal  role  in  the  Campaign.  The  College  owes  a  significant  debt  of  gratitude  to 
Drs.  David  Ferris  '66,  Timothy  Telford  '79,  Hyman  Kamens  '47,  Linda  Bennett  '80,  and  Ronald  Ferrucci  '74.  Dr. 
Ferris  led  the  way  in  Rhode  Island  while  Dr.  Toltord  oversaw  the  efforts  in  Maine.  Dr.  Hy  Kamens,  Professor  Emeritus,  was 
at  the  helm  of  the  Massachusetts  operation  and  was  generously  assisted  by  Vice  Chairs,  Dr.  Linda  Bennett  and  Dr.  Ronald 
Ferrucci. 

The  2000  In  Sight  Campaign  benefited  from  the  tireless  efforts  of  its  outstanding  Campaign  committee  members.  The 
College  extends  its  heartfelt  thanks  to  the  dedicated  individuals  who  volunteered  their  time,  talent,  and  financial  support 
to  the  Campaign.  The  New  England  College  of  Optometry  is  pleased  to  recognize  the  following  committee  members  for 
their  commitment  and  generosity: 


Maine  State  Campaign  Committee 

•  Dr.  David  J.  Smith  '62,  Honorary  Chair  (deceased) 

•  Dr.  Timothy  W.  Tolford  19,  Chair 

•  Dr.  'William  J.  Airey  '68 

•  Dr.  George  S.  Bournakel  '61 

•  Dr.JefferyJ.  Dutch'75 

•  Dr.  N.  Scott  Ferguson  '83 

•  Dr.  John  E.  Gaetani  '89 

•  Dr.  Steven  A.  Goldstein  '83 

•  Dr.  Peter  F.  Morse  '79 

•  Dr.  Timothy  D.  Rioux  '90 

•  Dr.  Richard  L.  WaUingford  '75 

Rhode  Island  State  Campaign  Committee 

•  Dr.  David  'W.  Ferris  '66,  Chair 

•  Dr.  A.  Robert  ChUd  '78 

•  Dr.  Roland  H.  DeCesare  '44 

•  Dr.  Louise  M.  Pastore  DiChiara  '87 

•  Dr.  David  Mills  '80 

•  Dr.  Alfred  A.  Rosati  '55 

•  Dr.  Joseph  L.  Rowey  '74 

•  Dr.  Ronald  J.  Serra  '70 


Massachusetts  State  Campaign  Committee 

•  Dr.  Hyman  R.  Kamens  '47,  Chair 

•  Dr.  Linda  M.  Bennett  '80,  'Vice  Chair 

•  Dr.  Ronald  R.  Ferrucci  '74,  Vice  Chair 

•  Dr.  "William  R.  Baldwin 

•  Dr.  Ara  Barsamian  '92 

•  Dr.  Lester  M.  Brackley  '68 

•  Dr.  Larry  R.  Clausen 

•  Dr.  Edward  H.  Fitch 

•  Dr.  Ellen  L.  Gilman  '78 

•  Dr.  David  A.  Heath  '83 

•  Dr.  John  P.  Herman  '73 

•  Dr.  Dorothy  L.  Hitchmoth  '96 

•  Dr.  Arnold  Katz  '50 

•  Dr.  David  C.  Momnie  '74 

•  Dr.  George  R.  Montminy  '69 

•  Dr.  Haskell  I.  Rapoport  '49 

•  Dr.  Neil  I.  Schram '71 

•  Dr.  Thomas  A.  Schultz  '80 

•  Dr.  David  J.  Sheinkopf '67 

•  Dr.  Theodore  S.  Thamel  '60 

•  Dr.  Clinton  L.  "Wilson  '43,  (deceased) 


The  College  would  like  to  offer  special  thanks  to  Drs.  Solomon  Slobins  '50,  David  Heath  '83  and  George  Montminy 
'69  for  their  special  efforts  on  behalf  of  the  campaign.  Dr.  Slobins  was  the  driving  force  behind  the  Behavioral  Optometry 
Studies  Endowment  Fund,  Dr.  Heath  led  the  2000  In  Sight  faculty  drive,  and  Dr.  Montminy  directed  the  Class  of  1969 
Scholarship  drive. 
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Planned  Giving:  An  investment  in  Our 
Future  -  and  Yours 

"The  mission  of  The  New  England  College  of  Optometry  is 
to  serve  the  optometric  needs  ot  the  public  by  educating 
optometrists  to  the  highest  level  ot  proficiency,  integrity,  and 
professionalism." 

This  is  our  heritage.  It  is  a  gih  to  us  from  those  who 
have  gone  before,  and  to  others  who  will  follow  in  our  foot- 
steps. Those  who  have  graduated  from  the  College  since  its 
founding  share  in  this  heritage,  bound  by  common  experi- 
ence and  a  love  for  the  optometric  health  care  profession. 
Such  legacies  have  made  The  New  England  College  of 
Optometry  one  of  the  foremost  institutions  of  optometric 
education.  This  standard  of  excellence  requires  commitment 
and  we  are  all  a  part  of  achieving  it. 

One  of  our  greatest  strengths  has  been  planned  gifts 
made  by  alumni  and  individual  benefactors  for  whom  the 
College  has  had  special  meaning.  Planned  gifts  can  yield  sig- 
nificant current  tax  advantages,  reduce  estate  tax,  provide  a 
life  income  and  present  the  opportunity  to  make  a  large  gift 
now,  without  financial  sacrifice. 

Giving  through  a  charitable  remainder  trust  may  be  a 
wise  life  income  investment  tor  you  and  your  loved  ones. 

Charitable  Retriainder  Tn/sts 

The  charitable  remainder  trust  is  an  irrevocable  trust 
created  by  the  transfer  of  property  (cash  and/or  other  mar- 
ketable appreciated  assets).  The  amount  distributed  at  its 
termination  (the  remainder)  is  paid  to  the  College.  As  the 
donor  creating  this  charitable  remainder  trust  you  may  spec- 
ify: the  beneficiar}'(ies);  the  amount  of  the  life-income  pay- 
ments to  be  distributed;  the  duration  ot  payments  (a  period 
of  years  or  the  beneficiary's  lifetime);  and  the  charity  (chari- 
ties) that  will  receive  the  remainder. 

Charitable  Remainder  Viiitriist 

(Minimum  contribution  of  550,000;  minimum  addition 
55,000.) 

This  is  a  separately  invested  fund  with  its  own  portfolio. 
The  beneficiary(ies)  receives  payments  for  life  or  a  specified 
term  of  years  (up  to  20).  At  the  end  of  the  trust's  life,  caused 
by  either  the  death  of  the  last  beneficiary  or  by  the  termina- 
tion of  the  fixed  period  of  years,  the  remaining  value  of  the 
trust  passes  to  the  College. 


•  A  "straight"  unitrust  pays  out  each  year  a  fixed  percentage 
(a  minimtim  of  5%)  of  the  value  of  the  trust  assets  to  be 
determined  annually. 

•  A  ")!(;t  income  iinitrint"  pays  out  each  year  whatever  is  less: 
its  net  income  for  the  year,  or  the  specified  unitrust  percent- 
age amount. 

•  A  "net  income  trust  with  a  make-up prmision"  operates  like  a 
net  income  unitrust,  except  that  if  there  is  excess  trust 
income  for  a  year,  the  excess  income  will  be  paid  out  to  the 
extent  payouts  in  prior  years  were  less  than  the  specified  uni- 
trust percentage  amounts  tor  those  years. 

Charitable  Rcinaiiulcr  Aininit\  Trust 

(Minimum  contribution  of  $50,000;  no  additions.) 

This  is  al.so  a  separately  invested  portfolio,  but  the 
income  is  a  fixed  dollar  amount  of  the  initial  fair  market 
value  of  the  ;isset  u.sed  to  fund  the  trust.  It  must  be  a  mini- 
mum of  5^?  of  the  initial  market  value  of  the  gift.  At  the 
end  of  the  trust's  life,  caused  by  either  the  death  of  the  last 
beneficiary  or  by  the  termination  of  the  fixed  period  of  years, 
the  remaining  value  of  the  trust  passes  to  the  College. 
By  establishing  a  charitable  remainder  trust  you  can: 

•  Provide  income  tor  yourself  and  for  one  or  more  persons 
for  lite,  or  a  specified  term  of  up  to  20  years. 

•  Delay  distribution  of  property  until  pertinent  conditions 
are  satisfied. 

•  Enjoy  professional  management  of  assets  on  a  temporary 
or  permanent  basis. 

•  Take  advantage  of  charitable  income,  estate  and  gift  tax 
deductions  as  allowed  for  the  value  of  the  charitable  remain- 
der interest. 

•  Make  a  meaningflil  charitable  gift  to  the  College,  in  a  way 
that  first  provides  for  the  financial  needs  of  you  and  your 
loved  ones. 

Planned  giving,  in  the  form  of  charitable  remainder 
trusts  can  help  you  achieve  planning  and  financial  goals 
while  supporting  The  New  England  College  of  Optometry. 
For  further  information  on  the  College's  planned  giving 
opportunities,  please  contact  Nancy  A.  Haverstock,  CERE 
Chief  Development  Officer  at  617/236-6283,  or  fax  her  at 
617/424-9202,  or  email  her  at  haverstod'ne-optometry.edu. 
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President  Alan  Laird  Lewis  O.D.,  Ph.D. 

Interview  with  President  Alan  Laird 
Lewis  '65,  O.D.,  Pli.D. 

The  College  welcomes  Dr.  Alan  Laird  Lewis  who  became 
the  fifth  President  and  first  alumnus  in  the  position,  on 
October  25  1999. 

Dr.  Lewis  comes  to  the  College  with  a  distinguished 
and  extensive  career  in  optometric  education.  Dr.  Lewis  most 
recently  served  as  dean  of  the  Michigan  College  of 
Optometry  at  Ferris  State  University  for  eight  years.  While 
m  Michigan,  he  maintained  an  active  teaching  and  research 
schedule  and  regularly  saw  patients  as  head  of  the  college's 
electrodiagnostic  clinic.  From  1972  to  1991,  Dr.  Lewis  held 
a  variety  of  teaching,  administrative,  clinical,  and  research 
positions  at  the  State  University  of  New  York's  College  of 
Optometry.  He  also  served  on  the  faculties  of  the  New 
School  fof  Social  Research  and  Rennseiaer  Polytechnic 
Institute  in  New  York. 

A  1965  alumnus  of  The  New  England  College  of 
Optometry,  he  received  his  Masters  and  Ph.D.  degrees  from 
Ohio  State  University  in  Physiological  Optics.  He  has 
authored  over  forty  publications  and  is  a  Fellow  of  the 
American  Academy  of  Optometry  and  of  the  Illuminating 
Engineering  Society  of  North  America.  He  was  also  elected 
to  the  Hall  of  Fame  of  the  National  Academy  of  Opticiancy. 


For  those  who  have  not  had  the  opportunity  to  meet 
Dr.  Lewis,  Perspective  enlisted  the  help  of  Dr.  Hy  Kamens  in 
January  to  pose  this  set  of  questions  to  our  new  president. 

You  are  the  first  alumnus  of  the  CoUege  to  serve  as 
President.  What  interested  you  most  in  the  job  as 
President  of  The  New  England  College  of  Optometry? 

The  College  is  perhaps  the  most  diverse  and  interesting  of 
the  17  schools  and  colleges  of  optometry  in  the  United 
States.  Perhaps  more  than  any  other  institution,  its  programs 
balance  the  optometric  profession's  need  for  clinical  educa- 
tion, research,  patient  care,  and  public  service.  Strong  and 
dynamic  educational  programs  are  essential  to  the  continua- 
tion and  advancement  of  optometry  as  an  independent 
health  profession.  The  schools  and  colleges  of  optometry 
ensure  that  the  profession  has  a  constant  source  of  new 
knowledge,  new  manpower,  and  new  clinical  techniques. 

How  do  you  like  it  so  far.' 

I  have  been  received  with  the  same  wonderful  hospitality  for 
which  the  College  has  always  been  known.  As  I  expected, 
the  faculty  and  staff  are  all  professionals  and  have  made  my 
transition  both  easy  and  enjoyable.  The  differences  between 
living  in  Big  Rapids,  MI,  and  Boston,  MA,  are  considerable, 
but  the  commute  is  not  as  bad  as  I  expected  and  the  city  is 
among  the  most  pleasant  in  the  world.  I  am  especially  enjoy- 
ing the  very  high  level  of  intellectual  activity  that  is  charac- 
teristic of  the  College  and  which  makes  it  a  magnet  for 
exceptional  faculty  and  students.   And,  of  course,  it's 
delightful  to  be  home  in  New  England. 

You  are  a  graduate  of  the  class  of  1965.  What's  it  like 
coming  back.''  How  has  the  academic  experience 
changed  at  the  College.' 

The  changes  at  the  College  since  1965  mirror  closely  to  the 
changes  in  optometry  during  those  same  35  years.  When  I 
graduated  from  the  Massachusetts  College  of  Optometry, 
there  were  only  three  full-time  faculty  members  —  Dean 
Ralph  Green  '29,  Dr.  Hy  Kamens  '47,  (who  I  still  enjoy 
seeing  every  day),  and  Dr  Joseph  Svagdys  '55.  There  was 
no  financial  aid  (and,  consequently,  almost  no  student  debt). 
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minimal  standards  for  acceptance  into  the  College  (in  my 
case,  a  real  benefit),  no  pharmaceuticals,  no  research,  and  we 
saw  under  100  patients  before  graduation.  There  was  only 
one  woman  student  in  the  school.  Today,  there  are  over  50 
full-time  faculty,  there  are  4-5  applicants  with  baccalaureate 
degrees  for  each  seat,  over  50  percent  of  the  class  are  women, 
and  our  graduates  have  seen  over  1,300  patients.   The 
College's  faculty  are  conducting  several  million  dollars  of 
federally  funded  research  that  is  advancing  our  knowledge  of 
the  etiology  and  treatment  of  myopia.  In  1965,  the  future  of 
optometry  and  of  the  school  were  of  concern;  today  both  the 
profession  and  the  College  are  strong,  vibrant,  and  well  posi- 
tioned for  a  bright  21st  century. 

What  do  you  see  as  the  College's  most  pressing  issues.-* 
The  College  faces  a  number  of  issues,  some  of  which  are 
faced  by  each  of  the  nation's  schools  and  colleges  of  optome- 
try and  some  of  which  are  specific  to  the  College.  The  cost  of 
education  and  its  affect  on  student  indebtedness  is  clearly  an 
issue  that  is  confronting  all  of  the  schools.  As  a  private  insti- 
tution that  is  heavily  dependent  on  tuition  for  its  revenues, 
our  concern  is  especially  acute.  Furthermore,  Boston's  cost  of 
housing  is  among  the  most  expensive  in  the  country  and 
adds  to  the  financial  burden  faced  by  our  students.  We  must 
significantly  expand  our  sources  of  non-tuition  revenue  if  we 
are  to  remain  affordable  to  our  students.  One  source  of  rev- 
enue that  we  can  immediately  improve  is  our  clinical 
income.  We  need  to  examine  our  mix  of  clinical  sites  to 
ensure  that  we  maximize  our  opportunities  for  clinical 
income  while  ensuring  that  a  robust  and  diverse  patient  base 
is  available  for  our  clinical  training  programs. 

Although  our  Beacon  Street  facilities  have  recently  been 
wonderfully  renovated,  we  are  cramped  for  space  sufficient  to 
meet  our  needs  in  the  areas  of  clinical  services,  research,  and 
student  services.  We  will  be  planning  for  how  best  to  utilize 
the  unrenovated  space  at  418  Beacon  Street  to  accommodate 
both  current  and  near  future  needs.  The  future  of  our  clinical 
site  on  Boylston  Street  may  also  be  affected  by  the  Fenway 
Park  construction,  and  we  will  be  closely  monitoring  that 
situation. 


What  is  the  state  of  the  endowment? 

The  endowment  now  stands  at  approximately  $1 1  million. 
Most  of  the  growth  in  recent  years  has  been  due  to  the  very 
positive  stock  market  performance  coupled  with  some  gener- 
ous gifts  from  our  alumni  and  friends.  Because  the  endow- 
ment can  be  a  significant  source  of  non-tuition  revenue,  we 
will  continue  to  aggressively  add  to  it  so  that  we  can  lessen 
our  dependence  on  student-generated  funds. 

What  do  you  see  as  the  institutional  priorities  for  the 
ne.xt  decade.'' 

The  Board  of  Trustees  recently  approved  a  new  set  of  three 
"breakthrough"  goals  for  the  next  decade.  They  are:  1)  re- 
engineering  clinical  education;  2)  establishing  a  policy  insti- 
tute for  Eye  Care  Policy;  and  3)  increasing  clinical  research. 
These  goals,  along  with  increasing  the  endowment,  will 
guide  our  planning  for  the  next  several  years.  Concurrent 
with  these  goals,  the  Division  of  Academic  Affairs  is  con- 
ducting a  complete  review  of  our  curriculum  (entitled 
Curriculum  2010)  with  a  goal  of  making  it  the  most  effec- 
tive and  efficient  program  in  the  country.   I  also  see  growth 
in  our  international  programs  as  a  means  of  diversifying  our 
student  base  and  as  a  statement  of  our  commitment  to 
improve  eye  and  vision  care  throughout  the  world. 

What  challenges  do  you  see  optometry  students  facing 
in  the  near  future  —  particularly  in  the  job  market.' 

The  impact  of  indebtedness  on  the  economic  well  being  of 
our  graduates  is  a  very  serious  challenge.  The  data  indicate 
that  our  graduates  simply  cannot  afford  a  much  higher  level 
of  debt  and  still  enjoy  a  reasonable  lifestyle  in  the  early  years 
of  practice.  Fortunately,  incomes  of  optometrists  continue  to 
rise  and  the  job  opportunities  for  new  graduates  are,  at  least 
for  the  moment,  sufficient  to  meet  the  demand.  I  believe 
that,  in  a  managed  care  environment,  optometry  must  move 
relatively  quickly  to  a  fee  structure  that  is  more  heavily 
based  on  services  and  less  on  product,  if  it  does  not,  then 
opportunities  for  growth  will  become  more  limited. 
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What  are  your  thoughts  on  the  College's  clinical  pro- 
grams? Do  you  have  suggestions  for  increasing  the 
number  of  patient  encounters  for  students?  Do  you 
foresee  changes  in  clinical  programs? 

The  College  has  perhaps  the  widest  array  of  clinical  pro- 
grams of  any  school  in  the  nation.  However,  the  need  for 
strengthening  those  programs  was  perhaps  the  most  com- 
mon theme  that  1  heard  from  faculty  and  students  when  I 
arrived  on  campus.  There  was  special  concern  that  the 
Boylston  Street  facility,  the  New  England  Eye  Institute, 
needed  immediate  attention.  To  address  this  issue,  1  have 
reorganized  the  administrative  structure  of  the  College:  I 
have  placed  all  educational  programs  under  the  Division  of 
Academic  Affairs  (Dr.  David  Heath,  who  heads  that  division 
as  Dean  of  Academic  Affairs,  has  been  given  the  new  title  of 
Vice  President  and  Dean  for  Academic  Affairs),  and  1  have 
created  a  new  position  of  Vice  President  for  Clinical  Care 
and  Services  which  will  be  charged  with  building  the  patient 
care  programs  of  the  College  to  flagship  status  in  the  New 
England  region.  The  intent  of  the  new  structure  is  to  pro- 
vide better  integration  of  the  basic  and  clinical  sciences  and 
to  more  strongly  emphasize  the  patient  care  mission  of  the 
College  by  focusing  on  the  quality  and  diversity  of  services 
that  our  faculty  provide  to  patients. 

How  does  your  family  feel  about  moving  to  the  Boston 
area? 

Barbara  and  the  boys  (Evan,  age  14  and  Keith,  age  11)  are 
quite  excited  about  the  move.  The  Boston  area  has  some  of 
the  finest  public  schools  in  the  nation  and  Barbara  has  been 
extremely  active  in  promoting  gifted  and  talented  education 
programs  in  Michigan  and  nationally.  The  boys  perked  up 
considerably  when  I  told  them  that  there  are  cable  modems 
here.  Big  Rapids  has  been  a  wonderful  place  to  live  and  it 
will  be  difficult  to  leave  our  many  friends  there.  But  my 
family  enjoys  an  adventure  and  has  always  looked  at  change 
as  a  chance  to  do  new  things  and  to  make  new  friends.  Only 
the  dog,  who  currently  has  the  run  of  120  acres,  is  having 
second  thoughts. 

The  inauguration  of  Dr  Alan  Laird  Lewis  as  the  fifth 
President  of  The  New  England  College  of  Optometry  will 
take  place  in  Boston  on  June  10,  2000. 


The  College  Adopts 
Heuj  Uision  Statement 

The  members  of  the  Board  of  Trustees  and 

Corporators  adopted  the  following  "Vision 

Statement"  for  The  New  England  College  of 

Optometry  in  December  1999: 

The  New  England  College  of  Optometry 

seeks  to  be  the  preeminent  college  of 
optometry.  The  New  England  College  of 
Optometry  educates  the  world  leaders  of 
tomorrow  for  careers  in  eye  care  delivery, 
research,  and  education.  The  College  honors 
discovery  and  supports  an  academic  commu- 
nity that  excels  at  teaching  and  research. 
The  College  is  ever  mindful  of  the  public 
interest  and  possesses  the  resolve  to  produce 
important  and  lasting  improvements  in 
visual  welfare  throughout  the  world. 
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Representatives  from  Fachhochschuie  Aalen-University  in  German,  Dean  Dietmar  Kuemmel  and  Professor  Anna  NagI, 

Susan  Ryan,  Joanne  Caruso  '85,  and  David  Heath  '83. 


Cooperative  Agreement  Signed  with 
German  University 

In  December  1999,  Dr.  Alan  Lewis  '65.  signed  an 
Agreement  of  Cooperation  between  the  College  and 
Fachhochschuie  Aalen-University  of  Applied  Science  in 
Aalen,  Germany.  The  spirit  of  this  agreement  is  highlighted 
in  the  opening  sentence: 

"The  New  England  College  ofOptotnetiy  and  Fachbochschtde 
Aalen-University  of  Applied  Science  wishing  to  enhance  relations 
between  the  two  universities  and  to  develop  academic  and  cultural 
exchange  in  the  areas  of  education,  research,  and  other  activities, 
agree  to  cooperate  and  work  together'  towards  the  internationaliza- 
tion of  higher  education." 

Present  at  the  signing  were  representatives  from  the 
Fachhochschuie  Aalen-University  of  Applied  Science  Dean 
Dietmar  Kuemmel  and  Professor  Anna  Nagl.  One  of  the 
first  initiatives  will  be  the  development  of  a  Master's 
Program  for  graduates  of  their  university. 

During  their  visit.  Dean  Kuemmel  and  Professor  Nagl 
met  with  Academic  Dean,  David  Heath  '83,  and  Dr. 
Joanne  Caruso  '85,  department  chairs,  and  toured  internal 
and  external  clinics.  They  also  presented  a  talk  to  faculty 
entitled  "Optometry  in  Germany."  The  Center  for  the 
International  Advancement  of  Optometry  looks  forward  to 
the  development  of  programs  with  the  Fachhochschuie 
Aalen-University  of  Applied  Science. 


Israel 

Dr.  Louis  Frank  '76,  and  Dr.  Bruce  Moore  '75,  will  be 
participating  in  the  Congress  ol  the  Mediterranean 
Ophthalmological  Society  and  the  Michaelson  Club  to  be 
held  in  Jerusalem  from  May  21-26,  2000.  They  will  be  rep- 
resenting the  College  and  presenting  courses.  Their  travel  is 
supported  with  funds  donated  to  the  College  by  the  late  Dr. 
Maurice  Saval.  Dr.  Sa\^al,  a  longtime  Trustee  and  friend  of 
the  College,  established  a  scholarship  in  support  ot  educa- 
tional travel  to  Israel. 

China:  CORD  Update 

The  New  England  College  of  Optometry  welcomes  three 
visiting  scholars  from  China,  as  part  of  the  China  Optometry 
Resource  Development  (CORD)  project.  Dr.  Ayong  Yu,  Dr. 
Yingping  Deng,  and  Dr.  Jingyun  Wang  plan  to  spend  three 
months  in  Boston  beginning  in  mid-February.  The  purpose 
of  their  second  visit  to  the  States  is  to  develop  course  materi- 
als that  will  be  taught  in  China  upon  their  return,  attend 
lectures,  examine  curriculum  structures  and  administrative 
methods.  Dr.  Guang-Ji  Wang  '92,  Associate  Professor,  will 
be  coordinating  their  activities  while  in  Boston. 
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VOSH  Returns  to  Mexico 

On  November  23,  1999,  we  finished  caking  our  last  final 
and  headed  to  Logan  Airport  for  our  flight  to  Merida, 
Mexico. 

When  we  arrived  in  Merida,  we  were  transported  to  the 
old  jailhouse  which  we  quickly  transformed  into  the  VOSH 
clinic.  Over  the  course  of  our  visit,  we  examined  a  total  of 
2,700  patients.  Some  say  it  was  the  VOSH  trip  to  end  all 
VOSH  trips.  It  was  certainly  one  of  the  largest  groups  ever 
represented  by  the  College:  Yl  students,  3  optometrists,  12 
nurses,  and  20  translators.  The  optometrists  who  guided  us 
throughout  the  week  and  provided  us  with  an  enriching 
learning  experience  were  Drs.  TaUne  Farra,  Kathleen 
Krenzer  '90,  and  George  Meers  '98. 

Although  there  is  no  way  the  impact  of  this  trip  can  be 
described  in  a  few  short  paragraphs,  working  together  toward 
a  common  goal  of  providing  the  people  of  the  Yucatan 
Peninsula  with  eye  care  proved  to  be  an  irreplaceable  learning 
experience  for  all  of  us. 

A  round  of  applause  for  Stacy  Hamlet  OD  III,  co-presi- 
dent of  VOSH,  and  Andria  Pihos  OD  III,  who  worked  dili- 
gently this  past  year  to  make  this  trip  happen.  We  would 
also  like  to  thank  the  Alumni  Association  Advisory  Board 
for  awarding  VOSH  $1,000  toward  the  cost  of  the  trip. 

Article  written  by  Alile  Briijic,  OD  II 


Farooq  Khan,OD  II. 


Jason  Griffith,  OD  III. 


Jeff  Sonsino,  OD  III,  Victoria  Shadalov,  OD  III,  Translator,  Nick  Chan,  OD  III,  Susan  Lim,  OD  III. 
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Alumni  of  the  Year  Recipient  Srinivas  Natrajan  '84 
and  Hyman  Kamens  '47. 

n  recognition  of  his  30  years  of  service  to  the 
College  and  its  alumni,  Srinivas  "Raj"  Natrajan 
'84,  was  presented  with  the  Alumni  of  the  Year 
Award  on  October  24,  1999-  Raj  has  taught  gen- 
erations of  optometrists  since  coming  to  the  College 
in  1969.  He  started  as  an  Assistant  Professor  of 
Physiology,  in  1974  he  became  Associate  Professor  of 
Physiology  and  Pharmacology,  and  in  1985  became  a 
Full  Professor  in  Physiology,  Pharmacology  and 
Nutrition. 

Raj  received  his  Doctor  of  Optometry  degree  in 
1984  from  The  New  England  College  of  Optometry. 
He  earned  a  Ph.D.  in  Nutrition  from  Virginia 
Polytechnic  Institute  and  State  University  in  1969,  a 
MS  in  Pharmacology  from  the  Massachusetts  College 
of  Optometry  in  1974  and  a  Masters  in  Animal 
Nutrition  in  1965  from  Auburn  University.  As  of  the 
start  of  this  year,  Raj  has  retired  from  teaching  at  the 
College. 


Reunions  2000  -  Classes  of  1950, 
1975, 1980, 1985, 1990,  and  1995 

Mark  Your  Calendars  for  the  first  reunion  of  the  millennium. 

The  reunions  will  be  held  Friday,  October  13th  at  the 
College.  The  Friday  evening  reunions  will  kick  off  the  Sixth 
Annual  Alumni  and  Continuing  Education  Weekend. 

It  you  are  interested  in  helping  out  as  a  Regional  Reunion 
Ckiss  Agent  please  contact  Laiiretta  Woods,  Director  of 
Annual  Giving  and  Alumni  Relations  at  800/824-5526  or 
by  e-mail  at  woodsl@ne-optometry'.edu.  For  information  on 
continuing  education  courses  scheduled  for  that  weekend, 
please  see  the  continuing  education  calendar  on  page  19  or 
visit  the  College  website  at  w\vw.ne-opt()metr\-.edu. 

Dr.  Turco  Named  Diplomate 

Dr.  Paulette  Turco  '77,  was  named  Diplomate  of  the 
Section  on  Low  Vision  during  the  American  Academy  of 
Optometry's  Annual  Meeting  in  December  1999. 

Dr.  Turco  currently  ser\'es  as  Associate  Director  of 
Vision  Rehabilitation  Ser\'ices  at  the  Massachusetts  Eye  and 
Ear  Infirmary,  faculty  in  the  department  of  ophthalmology  at 
Harvard  Medical  School,  adjunct  faculty  at  Boston  University 
Medical  School,  Department  of  Physical  Medicine  and 
Rehabilitation,  and  a  Director  on  the  Alumni  Association 
Advisory  Board.  Dr.  Turco  also  served  as  a  part-time 
member  of  the  College  faculty. 

Florida  Retired  Optometrists 
Association 

The  Florida  Retired  Optometrists  Association  (FROA) 
extends  an  invitation  to  all  College  alumni  residing  in 
Florida  to  join  in  a  program  of  activities  that  enable  retirees 
to  maintain  a  closer  relation  to  the  profession  and  each  other. 
Now  in  its  eleventh  year,  the  association  has  six  social  events 
plus  a  picnic  every  year.  The  next  event  is  scheduled  for 
March  in  Tamarac. 

Members  have  been  engaged  in  work  for  the  Light 
House,  in  the  preparation  of  Talking  Books  and  in  the  activ- 
ities of  the  Dade,  Broward,  and  Palm  Beach  Optometric 
Societies.  Through  these  activities,  many  old  friendships 
have  been  reactivated  and  many  new  friendships  have  been 
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Asarkof  Portrait  Unveiled 

On  Saturday  evening,  alumni  and  friends  of  the  late  Dr.  John  E. 
Asarkof  '32,  joined  for  the  unveiling  of  the  Asarkof  portrait.  The 
evening  was  hosted  by  Dr.  Asarkofs  good  friend,  Dr.  Lester 
Brackley  '68,  who  was  joined  by  Drs.  Patti  Augeri  Landry  '83, 
Barry  Fisch  '71,  and  Clifford  Scott  '68.  Each  paid  special  tribute  to 
Dr.  Asarkof  and  recounted  stories  which  aptly  described  the  "unique- 
ness" of  their  mentor.  The  portrait  was  beautifully  painted  by  Dr. 
Emanuel  Giasser  '53,  and  can  be  viewed  in  the  rotunda  of  424 
Beacon  Street.  The  College  would  like  to  acknowledge  all  of  those 
who  contributed  to  the  Asarkof  Portrait  and  the  Dr.  John  E.  Asarkof 
Scholarship. 


developed.  Being  with  fellow  alumni  has  regenerated  inter- 
est in  the  "Old  School."  New  England  alumni  are  well  repre- 
sented in  the  FROA,  the  past  three  presidents  have  graduat- 
ed from  the  College.  President  Dr.  Murray  Rapoport,  a 
graduate  of  the  class  of  1941,  is  a  past  president  and  a  past 
executive  director  of  the  Connecticut  Optometric 
Association. 

For  further  information,  please  contact  Dr.  Murray 
Rapoport  at  305/861-3405  or  Dr.  Murray  Blanchard  '61, 
at  561/488-3616. 

Updates  and  Corrections  to  Fall  1999 
Class  Notes 

Joel  Altman  '64:  Foxboro,  MA;  obtained  a  total  of  65  con- 
cert engagements  nationally  for  the  first  prize  winners  of  the 
1998  William  Kapell  International  Piano  Competition,  the 
1998  International  'Violin  Competition  of  Indianapolis,  and 
the  1999  Cleveland  International  Piano  Competition.  He  is 
currently  representing  two  prize-winning  pianists  in  his 
capacity  as  Director  of  Altman  Artists.  He  is  no  longer  man- 
aging the  Brockton  Symphony. 


A  correction  to  Arthur  Giroux  '55:  Locust  Grove,  'VA:  Dr. 
Giroux  served  eight  years  at  the  Pentagon  as  chief  of  Army 
optometry  and  as  assistant  chief  of  the  medical  service  corps. 

Notice  on  The  Annual  Report  of  Gifts 

The  Annual  Report  of  Gifts  which  is  usually  reported  in  the 
Winter  Issue  oi  Perspective  is  moving  to  a  fiscal  calendar  and 
will  be  published  in  the  Summer  Issue  oi Peispective. 

Estate  Planning 

If  you  have  provided  for  The  New  England  College  of 
Optometry  in  your  estate  plans,  please  tell  us  about  it.  If 
not,  let  us  show  you  how.  Through  a  bequest  your  can:  pro- 
vide for  the  future  of  the  College,  permanently  link  your 
name  to  The  New  England  College  of  Optometry  through 
an  endowed  fund  and  become  a  member  of  the  Heritage 
Society.  For  information  about  providing  a  bequest  to  The 
New  England  College  of  Optometry,  please  call  or  write: 
Nancy  A.  Haverstock,  CERE,  Chief  Development  Officer, 
The  New  England  College  of  Optometry,  424  Beacon  Street, 
Boston,  MA  02115.  Phone  617/236-6283,  or  e-mail  her  at 
haversto@ne-optometry.edu. 
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Fifth  flnnudl  fllumni  and 
Continuing  Education  Uleekend 


■  asc     fall's    alumni 
and  continuing  education  weekend  brought 
alumni  and  friends  back  to  the  College  for  three 
days  of  homecoming,  reunions,  continuing  educa- 
tion, and  fellowship. 

The   three-day   program   began   Friday  evening 
with  reunions  for  the  classes  of  1949,  '59,  '74,  '79,  '84, 
'89,  and  '94.  The  evening  was  highlighted  with  the  pre- 
sentation of  the  "Alumni  of  the  Year"  award  to  Srinivas 
Natrajan  '84,  who  happened  to  be  enjoying  his  15th 
reunion.  Saturday  and  Sunday,  the  College's  Center  for 
Continuing   Education   offered   an   exceptional   program 
titled  Emerging  Trends  In  Glaucoma  with  leading  speakers  on  the 
topic.  This  year,  a  new  addition  to  the  weekend  included  the 
Research  Poster  Presentation  by  faculty  and  students  who  were 
on  hand  for  discussion  with  attendees. 


Top:  Class  of  1994  reunion. 

Center:  15th  reunion  for  Class  of  1984. 

Bottom:  Class  of  1949  reunion. 
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16th  Annual  Dr.  Foster  Namias  Scholarship  Golf  Tournament 

The  I6th  Annual  Dr.  Foster  Namias  Scholarship  Golt  Tournament,  held  on  September  29,  1999,  was  the  first  sell-out  in  the 
tournament's  history.  The  tournament,  which  received  Senior  Corporate  Sponsorship  from  Bausch  &  Lomb,  hosted  144  players 
and  included:  a  round  of  golf  at  the  Marlborough  Country  Club,  a  post-play  cocktail  reception-courtesy  of  Bausch  &  Lomb, 
and  dinner. 

Special  thanks  to  members  of  the  Alumni  Association's  newly  formed  Golf  Committee:  Drs.  Ara  Barsamian  '92, 
Brian  Braveman  '85,  Craig  Brotsky  '87,  John  Dadah  '93,  Marcia  Green  '74,  Monthe  Kofos  '43,  Nicholas  Kofos  '85, 
Kathleen  Krenzer  '90,  Irwin  Shwom  '80,  and  Mr.  Stephen  Meltzer,  grandson  of  Dr.  Foster  Namias.  The  Committee  is 
largely  responsible  for  the  new  features  at  the  tournament. 

Joining  us  at  the  tournament  were  Foster's  daughter,  Barbara  Namiiis  Meltzer,  her  husband  Philip,  and  their  two  sons,  Jeff 
and  Stephen  Meltzer. 

The  College  appreciates  the  support  of  Crown  Optical  for  sponsoring  lunch  during  the  outing  and  Stephen  L.  Gangi 
Commercial  Printing,  Inc.  for  the  program  printing  and  production. 


Corporate  Sponsor 

•  Bausch  &  Lomb,  Inc. 

Luncheon  Sponsor 

•  Crown  Optical  Co.,  Inc. 

Program  &  Printing  Sponsor 

•  Stephen  L.  Gangi  Commercial 
Printing,  Inc. 

HoIe-in-One  Sponsor 

•  The  Alumni  Association 

Tee  Poster  Sponsors 

•  Ciba  Vision  Corporation 

•  College  Faculty 

•  DiMella,  Shaffer  and  Associates 

•  Lee  Kennedy  Co.,  Inc. 

•  Lombart  Instrument 

•  Marchon  Eyewear,  Inc. 

•  Massachusetts  Society  of 
Optometrists 

•  New  England  Council  of 
Optometrists 

•  Price  WaterhouseCoopers,  LLP 

•  Roblin  Insurance 

•  State  Street  Global  Advisors 

Student  Sponsors 

•  Cynthia  Macdonald,  Esq. 

•  Neil  Schram,  O.D. 

•  Irwin  Shwom,  O.D. 

•  Joseph  Reilly  Trust 

•  Gnomon  Copy 


Donations 

•  Accu  Rx,  Inc. 

•  Poiriet  &  Springer 

•  Sparr's  Surgical  and  Medical  Supplies 

•  Lenco,  Inc. 

Prize  Donors 

•  Bausch  &  Lomb,  Inc. 

•  College's  Center  tor  Continuing 
Education 

•  Dynoptics 

•  Dr  Monthe  Kofos 

•  Marlborough  Country  Club 

•  Stephen  Meltzer 

•  Renee  Mierzewski 

•  Moran  Travel 

•  Optech 

•  Safilo 

•  Seiko 

•  Silver  Dollar 

•  Vistakon 


17th  Annual 

Dr.  Foster  Namias  Scholarship 

Golf  Tournament 

September  25,  2000 

Marlborough  Country'  Club 

Marlborough,  MA 

Check  your  mailbox  this  siminie)'  or  call  the 
Alumni  Relations  Office  at  617-236-6285. 


John  Hersey,  ODIII  Selling  a  "Wing  Span" 
of  Raffle  Tickets. 


Todd  Kirn  '98,  Robert  North  '62  and  teammates. 


Trustees  Frank  DiMella  and  Norman  Spector 
with  Dennis  Bassett  of  Bausch  &  Lomb. 


© 


Perspectiue 


lUinter2000 


Upcoming  Euents 


Schedule  of  Alumni  and  College  Programs  2000 


February  24,  25,  26 


SECO  Exhibit  Booth  454 


# 
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Georgia  Dome,  Atlanta 


February  25 


Alumni  Reception 
6:30-7:30  p.m. 


Marriott  Marquis,  Quebec  Room 


March  15 


Career  Seminar 
5:00-7:00  p.m. 


The  College,  Boston 
Lecture  Hall  2 


May  5,  6 

NECO  Exhibit  Booth 

Providence  Civic  Center,  RI 

May  6 

-- 

Alumni  Reception 

Westin  Hotel,  Narragansett 
Ballroom 

May  26 

Stiidmt  Awards  Dinner 

Boston 

May  27 

Commencement 

Boston 

June  10 

Presidential  Inauguration 

Boston 

June  21-25 

AOA 

Alumni  Reception  (TBA) 

Las  Vegas,  NV 

July  7,  8,  9 
July  7 

Myopia  Conference 
Reception 

Boston 

Fairmont  Copley  Plaza 

At  the  College 

September  ; 

!5 

Namias  Golf  Tournament 

Marlborough  Countr}'  Club 

October  13 

Reunions  2000 

Boston 

October  14, 

15 

Alumni  and  CE  Weekend 

Boston 

October  24, 

25,26 

Montreal  Vision  Congress 
Reception  (TBA) 

Montreal 

December  7 

-11 

Academy  2000 
Reception  (TBA) 

Orlando,  FL 
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Cgnter  for  Continuing  Education 


CENTER   FOR 

CONTINUING 

EDUCATION 


NEW   ENGLAND 

COLLEGE 

OF   OPTOMETRY 


Metropolitan  Series 

The  Center  for  Continuing  Education  (CCE)  at  The  New  England  College  of  Optometry  is  offering 
an  exciting  array  of  courses  as  part  oi  its  newly  designed  Metropolitan  Seties.  These  workshops  and 
seminars  are  geared  to  small  groups  and  are  typically  hands-on  ptograms  offering  clinically  relevant 
information  that  the  practitioner  can  take  back  to  their  practice  and  use  in  a  primary  care  setting. 
Some  of  the  courses  offered  include  Interpretation  of  Visual  Fields,  Fluorescein  Angiography, 
Diabetic  Retinopathy,  Punctal  Plugs  to  name  just  a  few.  A  recent  addition  to  the  program  is  a 
first  ever  Anatomy  of  Head  and  Neck,  taught  by  Drs.  Kathleen  Krenzer  '90,  and  Thomas 
Freddo  76.  This  unique  program  takes  basic  science  to  the  clinical  level  by  allowing  participants 
to  work  on  cadavers  in  anatomical  exploration  of  ocular  and  orbital  relationships.  This  two  session 
program  was  offered  in  the  College's  anatomy  lab  earlier  this  year.  The  CCE  plans  to  offer  addi- 
tional sessions  in  January  of  2001.  Additional  programs  offered  as  part  ot  the  Metropolitan  Series 
are  listed  on  the  next  page. 


cope 

All  Center  for  Continuing 
Education  courses  are  submit- 
ted to  COPE. 


The  New  England 
College  of  Optometry 
424  Beacon  Street 
Boston,  MA  02115 

Tel:  617-236-6300 
Fax:  617-424-9202 


From  left  to  right:  Dr.  Richard  Jamara  '80,  Dr.  Caiiiope-Galatis  '86, 
and  Dr.  Kathleen  Krenzler  '90. 

The  Head  and  Orbit  course  of  the  Metropolitan  Continuing  Education  Series  offers 
clinicians  the  unique  opportunity  for  participants  to  receive  a  guided  tour  through  human 
anatomy  using  prosected  cadavers.  During  this  interactive  tour,  clinically  relevant  aspects 
of  human  anatomy  are  stressed,  discussed  in  detail,  and  demonstrated  on  the  cadavers. 
Participants  are  sure  to  walk  away  remembering  this  continuing  education  experience!! 


1-888-806-4143 
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CE  2000  Calendar 

All  courses  are  held  from  6:00-8:00  p.m.  at  The  New  England  College  of  Optometry  unless  otherwise  noted.  All  programs  are 
COPE  approved  with  the  exception  of  the  CE/Alumni  Weekend  program,  now  in  the  planning  stage.  To  receive  more  mforma- 
tion  on  CE  programs,  contact  Ms.  Judy  Hartogh  at  617/236-6300. 


July 


Fri.  7-9 
Tues.  18 


August 

Tues.  15 

September 

Tues.  12 
Wed.  13 
Tues.  19 


Wed.  20 
3  pm-8  pm 


Tues.  26 
Wed.  27 
Thurs.  28 


International  Myopia  Conference 
Punctal  Plug  Workshop 


Introduction  to  PubMed 


Gonioscopy  Workshop 
Diabetes  Workshop 
Binocular  Indirect 
Ophthalmoscopy  Workshop 


Northampton 

Tentative  program 
Medications  and  the  Macular 
Interactive  Case  Studies 
Emerging  Trends  in  the 
Treatment  of  Macular  Disease 

Scleral  Indentation 
Foreign  Body  Workshop 
RGP  Workshop 


October 

Tues.  3 

Sat/Sun. 
14  &  15 


r',r^\\ 


November 

Tues.  14 
Wed.  15 
Thurs.  16 


December 

Tues.  5 
Tues.  12 


Fundus  Biomicroscopy 


CE/Alumni  Weekend  (10  hours) 
"Ocular  Grand  Rounds  - 
Front  to  Back" 

Saturday  —  Anterior  Segment 
Sunday  -  Posterior  Segment 


Diabetes  Workshop 
Fluorescein  Ajigiography 
Punctal  Plug  Workshop 


Visual  Fields  Workshop 
PubMed 


si"" 


The  New  England  College  of  Optometry  reserves  the  right  to  make  program  changes, 
hook  for  course  updates  on  the  College  website:  uuu.ne-optometry.edii 
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